25X1 A 




UUi&blMUAIIUW JggWfpycon’BC*! U.8, OF! IC1ALS Of'LT 


^ -1f^ 5 ^8 ^ -00457 t]f§3 c 

&TIQN REPORT 

CONFIDENTIAL 


A. Approved For Release 

INFORMATION REPORT C d no. 

CO l I N FRY Be Ig i u ©/? J , S . S . R 


SUBJECT 


PLACE 
25X1 ACQUIRED 


OA1TF. DiSTR 5 Sep 50 

Soviet Purchases of Paper J^iu factoring Machinery j^jQ QF PAGES Z //\(^ 



25X1 X 
* SOURCE 


THIS IS UNEVALUATED INFORMATION 


25X1 X 


Th© following is an order 
for material to be used in 1 


a. Ten beaters with automatic adjusting of the drum position for grinding 
cellulose and linen and cotton material for the manufacture of a superior 
quality paper of 40-120 gr/lfi Z . v 

Capacity of the boater* 5,, 000 liters. 

Concentration of the bulk* 5»t?g of the completely dry bulk., 

Counting of ch© beater in stainless metal with a sufficient quantity of 
lining plates,. 

Individual drive* Text rope transmission. 

Electric motor and measuring and control device®,, 

For one beater - electrical equipment for 500 Volte* 

For five beaters - electrical equipment for 220/380 Volts, 

bo Two S mit- Eg an system continou cooperation beaters for grinding of cellu- 
losa and of linen and cotton material for the manufacture of a superior 
quality paper of 40- 120gr*/M2„ 

Concentration of the buik? of the completely dry bulk,. 

Capacity a 5*000 liters. 

Mounted in stainless metal. 

One better - oloctrical equipment for 500 Volte*, 

One beater - electrical equipment for 220/380 Volts. 


o, One cross-form mill, Strekker-Kirchmer model with cross-bars on the 
joints and one buffer in special rubber, 

concentration ox the bulks 3 to \ff of the completely dry bulk- 
Capacity?, up to ten tone in 24 hours.. 

220/380 Volts electrical equipment. 

d "’ Two workinp machines to purify the kaolin solution from foreign 
mixtures. 

Concentration of the solution; 200 grains per liter. 

One machine; with a capacity of up to f: tons every 24 hours, 500 
Volt electrical equipment- The other machine, with a capacity of up 
to 3 tons every 24 hours, 220/380 V 0 lt electrical equipment. 
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a " Two super ca jQnders with 10 cylinders for glazinp naner of super 
quality? 50 to 250 £r/M2. ' ' 

W 1 dt h ; two met ers . 

Tubing for heating and cooling the cylinders, wit! ar initial raxiwuro 
spaed of 10 meters per minute* 

One machine with ex char ;-:o paper cylinders, 

2 Z 0/3 £0 Volt elect r leal eq i; i prar t .. 

ft FiT ® floating traps for carrying off the fiber in -waste water from 
t he pa p ar-im k i n f ma c h :i ne s , 

Capacity; ,150 V3/p©r hour « 

Concert rat ion of the fiber to be carried off; 0*2?' of the completely 
dry bulk. 

Brush humidifiers for moistening the paper linen in rolls.. 

Width j two meters. 

Two spare brush machines, 

Electrical equipment: 220/380 Volts- 

h ° Six machines for separating the bull: of paper from the mixtures 
at the tire of manufacture of the superior quality paper 
Capacity: 20 1^3 per hour- 

Th roe ms ci in e s with electrical e qu i pmsnt f or 500 V o It s * 

Three machines with electrical equipment for 220/350 Volts. 

ij ^P° r 1 2-cylinder calenders for fl&zinr superior quality oeoer to the 
h if he st decree from 50 to 250 pr/#2« 

Width * 5 . 3 meter s , 

Tub infs for heating ar.d ccolinf the cylinders. 

Adjustment of the output speed in the limits of 30 to 200 meters per min' 
ute , 

Initial speed* 12 meters p-‘ r minute maximum. 

One reserve machine with paper cylinders* 

Electrical equipment for 500 Volts, 

j--» ihreo automatic cutters for cuttinr superior quality paner from 50 
to 250 grains/M2, ' ‘ r 

Widths 2, 2. /met ers* 

v*ith automatic device repulattof. the cut and mark inf the filigree. 
Electrical equipment for 220/350 Vo Its « 

Two tools from 0*7 to 1*2 meters in width to pack paper in rolls- 
Electrical equipment on one tool 500 Volts* on the other 220/380 
Volts o * 

l,. Four electric presses for pack inf superior quality paper in leaves 
of a minimum of 410 x 570ior: , to a maximum of 900 x 1,200 w, 

Two presses to have electrical equipment of 500 Volts,, two of 220/380 
Volts, * / 
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